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MINISTRY OF COMMERCE 
NOTIFICATION NO. 16/97-02 
New Delhi, the 29th August, 1997 

S. O. 619(E). —In exercise of the powers conferred by section 5 of the Foreign Trade (Development and Regulation) 
Act, 1992 (No. 22 of 1992) read with paragraph 4.1 of Export and Import Policy, 1997—2002, the Central Government hereby 
notifies the following amendment in the TTC (HS) Classifications of Export and Import Items 1997—2002”, namely 

The description of the item and the policy indicated ag ains t Exim Code 90302001 shall be amended to read as 

under 


Exim Code 

Item Description 

Policy 

Condition relating to Import under SIL/ 

the Policy Public Notice 

90302001 

Cathode-ray 
oscilloscopes &. 
cathode-ray 
oscillographs 
upto 100 mhz 

Free 


2. 

This issues in public interest. 


[F. No. DPC/4/5/(650)/92—97] 


S. B. MOHAPATRA, Director General of Foreign Trade 

and Ex-Officio 
Addl. Secy. 
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